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6:6 

Vitamins 

in dental practice 8;24 



Vitamins (continued) 

rational use of 1 :9 
Volkmann's ischemia, impending 11:13 

WARRANT OFFICERS, promotion of, changes in plans 5:21 
White plague, measures for control of 6:35 
Wounds, accidental treatment of 5:2.4 

X-RAY 

procedures, panoramic evaluation of 9:23 
timers (dental), accuracy of 3:2& 
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